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Chief, Intelligence Inforaation Staff, 0RR 1? May 195? 

THRO f Chief, XMustyial Division, ORE 

Acting Chief, .Electrical fipipsa®at Branch, CRH 

Bequest for Bequiresients, OEE 10312 


1, Does the- sable have any unique features which make® it differ 
frees alailar IE cable types? 

2* Is the plastic-like arterial matim&l a new plastic? 

1* Does the IE produce insulate 1 alsundnu® sable? 
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